Q.  As it is shown on P-7?
A.  Yes.

Q.  Now, just to clarify things.  The second
day, when you went in there the Kersey, or
the tractor, or the scoop was still triere, was
it charging?

A.  Not the second day, no,

Q.  You said you tagged it out, or put a piece
of paper, with your name on it?

A.  Yes.

Q.  When you unplugged it, what was your intention
by doing that?

A.  I saw that we was going to have a problem,
you know, with the federal, and I didn't want
to, anything to be disturbed there, so I took
the power off of it.

I figured the power better be off of it, and
stay off of it until we settled this dispute
here, and you know, I told everybody not to bake
the tractor, or the scoop out of that charging
station, just leave everything alone.

Q.  When you say you,told everybody, who did
you tell?

A.  Well, my tag on the plug, nobody could put
it back in.  It had my name on it so I had to
remove it.  But, I told the other shifts, the
foreman on the other shift, and then there would
be no question about it.

On cross-examination, Mr. Korber described the battery
charging station tin walls as follows (Tr. 143-144) :

Q.  Mr. Korber, with reference to the tin wall
that was in the battery charging station, did
that tin wall extend out into the crosscut,
out into the intake entry?

A.  No.

Q.  Was it flush with the rib, I mean, did it
end exactly where the rib ended?
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